
• You may have heard that Philip Norris USA 
made the decision to recall some of our 
cigarette packings. 

•Our representative has visited this store, 

___ t,.nri__and 

has removed,i&nd replaced any product 
potentially impacted by the recall. 


We apologize for any inconvenience that this may 
have caused. Thank you for choosing our fine 
quality brands. 



Source: https://www.industrydocuments.ucsf.edu/docs/zkwj0004 



